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Do  not  assume  content  reflects  current 
scientific  knowledge,  policies,  or  practices. 


DEPARTMENT  OF  AGRICULTURE 


OFFICE  OF  THE  SECRETARY 


WASHINGTON,    D.  C. 


T"  0 


By  virtue  of  the  authority  vested  in  the  Secretary  of 


Agriculture  'by  the  United  States  warehouse  Act,  approved 
August  11,  1916   (39  U.S.   Stat.  L.  ,  p. 486),  as  amended,  I, 
R*  7.  Dunlap,  Acting  Secretary  of  Agriculture,  do  make,  pre- 
scribe, publish,  and  give  public  notice  of  the  following 
amendment  of  the  regnal t ions  of  the  Secretary  of  Agriculture 
for  warehousemen  storing  cottonseed  for  commercial  hut  not  for 
seed  stock  purposes  promulgated  August  24,  1926,  under  said 
act,  said  amendment  to  he  effective  immediately. 


Amend  Regulation  1,  Sec.  2,  Paragraph  9,  to  read  as 


"Cottonseed.  -  Prime  cottonseed,  cool,  clean 
and  not  containing  in  excess  of  1  per  cent  foreign 
matter  nor  in  excess  of  10  per  cent  moisture; 
sound  and  not  containing  in  excess  of  6  per  cent 
damaged  or  immature  seed,  and  shall  he  untreated 
by  chemical  processes:  Provided,  That,   if  the 
warehouse  is  equipped  with  such  cooling  and  con- 
ditioning equipment  as  may  be  acceptable  to  the 
Department,  the  cottonseed  may  have  a  moisture 
content  not  in  excess  of  12  per  cent." 


follows : 


-  2  - 


j\mend  Regulation  2,  Section  2,  Paragraph  2,  to  read: 


"A  "building  acceptable  for  storage  of  cottonseed  shall 


he  of  sound  construction,  with  sound  floors,  and,  if  the  seed 
is  not  stored  in  accordance  with  either  Paragraphs  5,6,  or  7 
of  this  section,  it  shall  he  separated  into  bins  or  compart- 
ment s . n 

.Amend  Regulation  2,  Section  2,  Paragraph  5,  to  read: 


A  system  of  air  cooling  may  "be  installed  in  the  ware- 


house. If,  in  the  discretion  of  the  chief  of  the  bureau  or 
his  representative,  it  shall  be  determined  that  a  warehouse 
equipped  with  a  cooling  system  does  not  need  bins,  it  shall 
not  be  necessary  to  construct  bins  in  such  warehouse. 

In  testimony  whereof  I  have  hereunto  set  my  hand  and  caused 


the  official  seal  of  the  Department  of  Agriculture  to  be  affixed  in  the 
city  of  Washington  this  11th  day  of  July,  1929. 


